To:  Brown,  Cynthia[Brown. Cynthia@epa.gov] 

From:  Gomez,  Kendra 

Sent:  Mon  8/1 7/201 5 9:30:45  PM 

Subject:  RE:  Gold  King  Mine  Spill 


Estimated  to  be  10  hours. 


Kendra  C.  Gomez 

Kendra  C.  Gomez 
R6  Health  & Safety  Manager 
1445  Ross  Ave,  Ste  1200 


6MD-00 


Dallas,  TX  75202 
Work:  (214)  665-7225 
Cell:  (214)  205-7643 


From;  Brown,  Cynthia 

Sent:  Monday,  August  17,  2015  1:21  PM 

To:  Gomez,  Kendra 

Subject:  Gold  King  Mine  Spill 


4000945 


ED  000552C  00019052-00001 


Kendra,  can  yon  give  me  as  estimate  of  hours  you  will  work  on  the  incident  for  the  current 
pay  period,  for  which  we  are  writing  up  an  overtime  form. 


Thanks 


Cynthia  K.  Brown 

Removal  Enforcement  Coordinator 

214-665-7480 

Brown. cvnthiafSj.cpa. gov 
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